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"Our  Lady  of  the  Mountains"  Catholic  Church,  constructed 
entirely  of  materials  native  to  the  Rocky  Mountain  region 
blends  into  the  majestic  landscape  immediately  to  the  east 
of  Estes  Park,  Colo. 
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